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SADDER BUT WISER..... . by B. LUVER 


This time I am going to cheat and We also from time to time have put poor old Bruno in the microwave. 
rip off ABJ for a Sadder But Wiser by  liquified a very few quarts or pints of I guess Bruno was a lady squeeze bear 
my wife. honey in the microwave oven with the because when she came out of the 

Bruno, an aged member of our fam- lids removed. microwave she had a cocked hat and 
ily, was a squeeze bear. For a long Well, somehow the honey in the was obviously pregnant. 
time my wife had refilled it with honey squeeze bear didn’t get promptly eaten That should teach you something I 
when necessary. and therefore granulated. So, my wife hope! 





GLORYBEE HONEY DISCOUNT 


SUPPLIES Italian Bees & Queens 


(smaller orders available at regular discount prices) 1979 


* Available for Immediate Shipment »~% 
INTERLOCKING ECONOMY FRAMES — lots of 


500, minimum 500, specify type and size. Type BOOKING PRICES 


— wedge top, bottom bars, slotted, grooved, or 1-24 

solid. Size 9%, 6%, 5%. 

500 — $.20c 1000 — $.19¢ 
5000 — $.18c 


ECONOMY SUPERS — mini- 

mum 25 supers of one size. 

95% — $3.79 65% — $2.85 
53%, — $2.10 


SHIPPING WEIGHTS 
500 9% frames — 219 Ibs. 25 65% supers — 150 Ibs. 
500 61% frames — 199 Ibs. 25 534 supers — 115 ibs. 
25 95% supers — 225 lbs. 25 tops or bottoms — 120 lbs. 


25 & up 
2 Ib. pkg. w/q $15.00 $14.00 
3 Ib. pkg. w/q 19.00 18.00 


Truckload prices available on request. Air 
freight available at parcel post rates. Live 
delivery guaranteed on air freight shipments. 


10% down to book — 
balance 20 days before shipment 


All Air Freight shipments will be C.0.D. on freight. Parcel 
Post shipments are not guaranteed and cannot be insured 
past the 4th zone. 


CAJUN BEE FARM 


Merk Gaspard 
P.O. Box 131 MARKSVILLE, LA 71351 


Cedar tops and bottoms, minimum 25 tops or 
bottoms $2.65 each. 


Special on 82 Duragilt, foundation 
25 lbs. per case — $84.95 plus shipping. 


— Write for price list on our Fall sale items — 


100114 Terry St., Eugene, OR 97402 
PH: 503-485-1649 


Phones: 318-253-9740 after 5 p.m. or weekends 
and 318-563-4505 anytime 

















American Bee Journal 























